SUMMARY OF REPORTS 


COMMITTEE ON PUBLIC SAFETY 


(Committee Meeting held on June 6, 2011 
and Reconvened Meeting on June 7, 2011) 


SUBMITTED TO THE CITY COUNCIL, JUNE 8, 2011 



MAYORAL INTRODUCTIONS 


A2011-60 Mayoral Appointment of Garry F. McCarthy as Superintendent of Police 

A2011-59 Mayoral Appointment of Gary W. Schenkel as Executive Director of 
Emergency Management and Communications. 


